regard to  the situation which  necessitated  the issuance of an order  to
achieve compliance,   I have considered the fact   that   the equipment
necessary to achieve rapid compliance had to be moved to  the affected
roof area and  that immediate compliance was  then  achieved.     Under  these
circumstances,   and in view of   the inspector's agreement with  the fact
that an equipment  problem may have existed,   I cannot conclude  that   the
respondent exhibited a total lack of good faith in  achieving compliance
once  the order   issued*

Gravity
Citation 988367

The inspector indicated  that  the conditions  cited could have resulted
in a serious interruption to the mine ventilation   (Tr.   9).

Citation 988365

The inspector stated that  stuck rollers constitute a  fire hazard
in that they could heat up when not   turning properly,  and while  the mine
is wet,   a  fire  hazard was  still present   (Tr.   10-11).

Citation 987855

The Inspector indicated that  the loose coal  and  float  coal  in
the cited areas  presented a possible fire or explosion hazard in  the
event methane or  float coal dust were present.     Although he detected
no methane,  he still considered  the  conditions  cited  to be hazardous
(Tr.   12-13).

Citation 987853

The inspector believed that the lack of a positive individual
miner identification system did not per se present any danger, and
was not likely to cause any injury (Tr. 15).

Citation 987854

The inspector stated that   the lack of roof bolts at   the loose  roof
area on the roadway where men and equipment  traveled presented a dangerous
situation and exposed miners  to possible  injuries  or death   (Tr.   21).

Citation 987857

The inspector believed  that the lack of lights  on the continuous
mining machine exposed anyone in the  area  to a possible hazard since  all
they would have   for illumination would be  their cap   lamps   (Tr.   29-31).

Citation 987858

The inspector believed  that  the  lack of a  "panic bar"  on  the  roof
bolting machine would prevent the operator from stopping or controlling inspector because roof bolting equipment had to be moved
